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PAGE 01 LAGOS 06241 191432Z 
ACTION SCS-06 


Message Text 


INFO OCT-01 AF-10 ISO-OO SSO-OO CCO-OO PASO-OO /017 W 

041443 191435Z/75 

O 191420Z MAY 78 ZFF-4 
FM AMEMBASSY LAGOS 

TO SECSTATE WASHDC NIACT IMMEDIATE 8506 


UNCLAS LAGOS 6241 


DEPT PLSE PASS TO: 

MR. JOHN BLASCO 
BOX M 

ALLENTOWN, PENN 18105 
TEL. 215-439-3344 


E.O. 11652: N/A 

TAGS: CASC (KUPAR, JOHN) 

SUBJECT: WAV JOHN KUPAR (DIRECT RELAY) 

1 . JOHN KUPAR STILL HOSPITALIZED AS OF MAY 19. 

SERIOUS BLEEDING STOPPED BUT STILL BLEE P S INTER- 
MITTENTLY ESPECIALLY WHEN SITTING UP. ATTENDING 
EAR, NOSE, AND THROAT SPECIALIST DR. P. EBOSIE 
STATES THAT BLEEDING CAUSE BY HYPERTENSION. 

KUPAR’S BLOOD PRESSURE HAS STABILIZED SINCE HE ENTERED 
HOSPITAL. 


2. SINCE SOS CONTACT IN LAGOS UNAVAILABLE, EMBASSY 
CABLING SOS INTERNATIONAL ASSISTANCE GENEVA AT KUPAR'S 
REQUEST. WILL ADVISE SOONEST. 

3. KUPAR IN GOOD SPIRITS AND DOCTOR EBOSIE 
EMPHASIZES PRESENT CONDITION NOT SERIOUS. 

AMERICAN EMBASSY 

LAGOS, NIGERIA 
EASUM 

UNCLASSIFIED 
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NOTE BY OCT: PASSED ABOVE ADDRESSEE. 
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